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It is hypothesized that psychological attitudes affect physiological 
functions in humans. One function that might be affected is energy con- 
sumption during work or exercise. 

sAn-experiment was. conducted to examine the effect of temporal 
uncertainty about the duration of an exercise period on energy cost. A 
sample of 13 healthy, young male military officers were tested under 
controlled exercise routines with and without temporal uncertainty. 
Results indicated that there is a significant (XA<.05) difference between 
similar tasks under temporal uncertainty and certainty. The task 


under uncertainty required less energy than the other task. 
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I. INTRODUCTION 


A. NATURE OF THE PROBLEM 

Studies of the effects of various physical parameters on human 
physiological factors are frequently conducted. Chapman and Mitchell 
[1965],~Cooper [1970], and-Cotes.and Meade [1960] have presented 
detailed studies of the effects of exercise on human physiology. The 
effect of heat strain and other environmental conditions on pulse rate, 
energy consumption, and working efficiency have been reported by 
many authors (e.g., Brouha [1960], Brouha and Maxwell [1962], 
Belding and Hatch [1955], Consolazio [1963], and Grandjean [1969]). 
Most studies of this type have been concerned with work load, work 
duration, and environmental conditions as they affect physiological 
parameters such as energy consumption, fatigue, body temperature, 
pulse rate, etc. 

Many other authors (e.g., Gagne and Fleishman [1959] and 
Yufer [1969]) have attempted to correlate psychological effects on 
human performance. No known work, however, has been reported 
that attempted to investigate psychological factors on energy expendi- 
ture. Information about conscious or subconscious control over one's 
sympathetic nervous system and its control over blood pressure, 
pulse, body temperature, and energy consumption would be of interest 


from both medical and human engineering viewpoints. 





By EXPERIMENTAL APPROACH 

The experiment reported in this thesis investigated the effect of 
temporal, or time duration, uncertainty on energy consumption. 

Davies and Tune [1969} reported a significant improvement in vigilance 
performance when subjects were aware that the end of the task was 
approaching. They called this phenomenon the end effect. It was postu- 
lated that a similar end effect, or other such effects, might influence 
energy consumption. To test for this effect, energy consumption was 
measured during two nearly identical moderate exercise tasks--one with 
subjects having temporal knowledge and the other under temporal 
uncertainty. 

The tasks consisted of pedaling a bicycle ergometer under one of 
four work/rest conditions. During each of the four tasks subjects 
exercised during an eight minute work/rest period. Two of the tasks 
were conducted with subjects having full temporal knowledge of the work 
and rest period durations. The other two tasks were conducted without 
this knowledge. Two of the tasks (one with temporal knowledge and one 
without) consisted of very similar work/rest periods and these two were 


used to investigate the hypothesis of this thesis. 


SF ORDER OF REPORTING 

The experimental design and the procedures used in conducting 
the experiment are discussed in Section II. The results of the experi- 
ment and analysis of the Ries are presented in Section III. Conclusions 


and recommendations for further study are given in Section IV. 





Appendixes A through F present equipment listing, complete compila- 
tions of the experimental data, the data analyses, and a discussion of 


some problems encountered in the experiment. 





(eer Ser Ri vMENT AL DESIGN AND PROCEDURE 


A. EXPERIMENTAL DESIGN 

The principle question investigated in this experiment was 
Whether temporal uncertainty has an effect on human energy consump- 
tion.- A basic. ergometer.exercise task was chosen that would be tiring 
enough to the subject to make termination desirable but not so exhaust- 
ing as to make repeated measurement impossible. The subjects were 
required to perform four such tasks--two under temporal uncertainty 
and two with temporal knowledge. Indirect calorimetry measurements 
were made and energy expenditure by the subjects were calculated for 
each subject on each task. Comparisons of the tasks were then made. 

1. Mathematical Model 

A randomized-block mixed model design was selected for 

the experiment [Kirk 1969]. Subjects were utilized as blocks and tasks 
were the treatments. Randomization was accomplished by randomly 
determining the order of applying treatments to subjects. This model 
is the desired one when variability among blocks is appreciably larger 
than the variation among treatments within blocks. It was expected 
that the energy consumption rates would vary more from subject to 
subject than from treatment to treatment. A mixed effects model was 
considered appropriate since the treatments (tasks) were fixed while 
the blocks (subjects) were ee to be arandom sample from a 


normally distributed population. 
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It is assumed in this model that a particular measurement 
AG is given by 


Kj opt By +t; +e, (1) 


where le grand mean of all observations 


Pi 


R-, 


t e e 
€ ij = (6%): 5 + Ei > the interaction effect and the true 


constant associated with block i 


> 


-effect.of-treatment J 


experimental error. : 
The pecnesis of this model is that ( = 0 for all j and ory = 0. 
2. Factors of the Model 
a. subjects 

Subjects were male military officers who volunteered to 
be tested. The age of the group varied between 24 and 3l years. All 
were in excellent general health and none had any temporary illness at 
the time of testing. Each subject received a meal one hour prior to 
Starting the tests. This meal was the same for all subjects and was 
given in an attempt to insure that subjects constituted a homogeneous 
sample from a normal population. Guyton [1971] discussed the effect 
of different foods and the amount of time after ingesting them on meta- 


bolic rate. 


a“ 


Since no replications were administered, the interaction effect 
was inseparable from the true experimental error. 
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b. Tasks 

The subjects were required to pedal a bicycle ergometer 
for six minutes of eight total task minutes for four different tasks (the 
remaining two minutes of each task were spent resting on the bicycle). 
Ergometer friction was set manually to require approximately 330 
) kilogram-meters per minute? at a pedaling speed of 80 revolutions per 
minute. Energy expenditure was estimated by indirect calorimetry. 

The four different tasks required of each subject are 
given in Table 1 and are depicted in Figure 1. Comparison of energy 
consumption during tasks A and D was the primary purpose of this 
experiment. The total work done in both tasks was the same and the 
work/rest cycle pattern was very nearly the same. The one major 
difference was that in task D the subject had no knowledge of the task 
duration or pattern. 

since task D was so similar to task A, it was necessary 
to confound the subject by introducing tasks Band C. This was done to 
prevent the subject from assuming that all tasks would be similar. 
Further, introduction of task B allowed comparison of a long work 
period under temporal uncertainty with the standard, task A. Task C 
gave the opportunity to investigate the effect of frequent starting and 
stopping of the bicycle. 

Task A was chosen as the standard for all tasks. An 


eight minute total task period was chosen to Set the total testing period 


2330 kg-m/min = 73 ft-lb/sec = 54 watts 


We 





TableI. EXPERIMENTAL TASKS 


Work/Rest Cycle Lengths (min:sec) 


Temporal 
Task Name Knowledge? work rest work rest work rest work rest 
A Standard yes 2700 1:00 2:00..1:00 ~.2:00 
B Extreme yes oO 2.00 1:00 
-C -Uniform “ehO iO veel weet e730 3:15 <45 :30 8 :30 
D Normal no 2 U0 OU 4 ol 00 ee2-15 


work 

TASK A AS Se ae 
rest 
work 

TASK B | | 
rest 
work 

TASK C | | | | | | 
rest 
work 

TASK D 
rest 


Minutes 0 1 2 5 4 5 6 7 8 


Figure 1. Experimental Task Work/Rest Cycles 








for each subject at about one hour. This time included preparation, 
the actual tasks, and adequate rest periods between tasks. 

Task D was developed from a discretized normal disStri- 
bution based on mean parameters of task A. The durations of the work 
and rest cycles were based on randomly selected normal variates with 
means of two minutes and one minute respectively. The com puted 
values were rounded to the nearest lo second interval. The last work 
period was predetermined by the others and the requirement for exactly 
six minutes of work. The desired similarity between tasks A and D was 
thus achieved. 

Task C was developed from a discretized uniform dis- 
tribution. Work durations were chosen at random from the interval 
between :15 seconds and 3 minutes :45 seconds rounded to the nearest 
15 seconds. Rest durations were Selected from an interval between :15 
seconds and 1 minute :49 seconds. The mean values of the distribution 
of work and rest periods were again two minutes and one minute 
respectively. 

Rest periods between tasks were provided to insure that 
there was no fatigue or oxygen debt carry-over from one task to the 
next. Grandjean [1969] presents the following formula for determining 


an adequate rest period as a percent of work time: 


oo = i) = 1G. 


Rest Time = 
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Preliminary investigation indicated that energy expenditure would be 
less than 6 kcal/min for the required tasks. Thus a rest period of 
about 50% of the duration of the work period was determined to be 
mets. A rest period of about seven minutes (88% of the work 
period) was actually used in the experiment. 
3. Hypotheses 
a. Primary Hypothesis 
The primary purpose of the experiment was to See if 
there was a difference in energy expenditure between tasks A and D, 
the nearly identical tasks--one with and one without temporal knowl- 
edge. Thus the model given in Equation (1) was applied with treat- 
ments being the type of task performed by the eres The null 
hypothesis was, 
HD: treatment effect of task A equaled effect of task B. 
b. Supplementary Hypotheses 
(1) All Tasks. Since an experiment such as the one | 
presented here had not been conducted previously, it was desired to 
determine what effects, if any, the work/rest cycle pattern of each 
task had on energy expenditure. The model was applied as with H? 


and the null hypothesis was, 


Ice treatment effect of any task equaled that of any 
other task. 


(2) Order of Tasks. Analysis was made of the experi- 
mental data of the 13 primary subjects considering the actual order of 


tasks rather than the type of task. That is, energy expenditure values 
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of each subject's first task were compared with the values of the second, 
third, and fourth task without regard to the type of task. This was done 
in order to examine for a trend in the observations indicating a fatigue 
or learning effect. Thus the same mathematical model was used with 
the treatments being the order of subjects performing the tasks. The 
null hypothesis was, 


aor ienenecuor i task cawalied that of |" task 
(i, j= 1, 2, 3, 4;i #j). 


(3) Control Subjects. Data was obtained from a group 
of two control subjects who performed the same experiment as other 
Subjects except that they repeated task A throughout the test. The pur- 
pose of these tests was to ascertain whether the results were repeatable. 
If each control subject consumed about the same amount of energy on 
repetitions of the same task then it would be concluded that different 
energy expenditure rates in the primary experiment were due to actual 
differences in the tasks. Again Equation (1) was applied with the treat- 
ments being repetitions of task A. The null hypothesis of this analysis 
was, 

ee treatment effect of ith repetition of task A equaled 
that of jth repetition (i, j = 1, 2, 3, 4;i # j). 
lee EXPERIMENTAL PROCEDURE 
1. Background 
Energy released in the body from both activity and basal 
metabolism is almost entirely converted into heat [Guyton 1971]. 


Therefore heat production is a direct indicator of energy consumption. 
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Several methods of measuring heat production are in use. They are 
summarized in the following sections. 
a. Direct Calorimetry 

The most accurate and direct method of measuring heat 
production is direct calorimetry. The procedure is to take accurate 
measurements of all the heat liberated from the body. This is normally 
done with the subject in a large, specially constructed calorimeter. 
This method is cumbersome and difficult to conduct and although it has 
the advantage of measuring total metabolic heat production, it is seldom 
used in physiological experiments. 

b. Indirect Calorimetry 

Indirect calorimetry is the preferred method of measur- 
ing heat production. Since almost all energy expended in the body is 
derived from the oxidation of food it is possible to relate oxygen con- 
Sumption to energy consumption. This method was first uSed in the 
early twentieth century and has been shown to be in very close agree- 
ment with direct calorimetry [Consolazio 1963]. Simply stated, | 
indirect calorimetry consists of measuring the volume and composi- 
tion of expired gases and calculating energy consumption in kilocalories. 3 
The specific experimental procedures used in this study are given in the 


next subsection. There are Several units of measurement available to 
3The kilocalorie (or large calorie or ''Calorie'') is the common 
measure of heat production in physiology. It is the amount of heat 


required to raise the temperature of one kilogram of water from 14.5°C 
LowlS=0 76. 


ee 








the experimenter conducting indirect calorimetry experiments. The 
commonly reported units are shown 7 Table II. 
c. Other Methods 

Consolazio [1963] paraphrased Benzinger et al [1958] in 
describing another method of human calorimetry, the gradient principle. 
In practice this method is closely related to direct calorimetry and for 
that reason is probably no more suitable for general experimentation. 

Sharkey et al [1966] have attempted to predict oxygen 
consumption by measuring pulse rate and pulmonary ventilation. 
Although this method has great advantages in experimental application, 
the authors cited reported differences of up to 30% between this proce- 
dure and standard indirect calorimetry. | 

2. Method 
a. Preparations and Instructions 

Each subject was tested about one hour after eating. He 
was told that he would be required to go through four sessions of work/ 
rest cycles on the stationary bicycle;* each session to be followed by a 
five to ten minute rest period. He was also informed that the entire 
test would last about one hour. He would be told when to start pedaling 
and when to stop in all four Sessions and, additionally, during two ses- 
sions he would be able to observe a clock displaying the work/rest 


cycles. He was told not to rush to get the cycle speed tp to the 


A complete listing of the equipment used in the experiment is 
given in Appendix A. 
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required 80 rpm but that it should take about 10 seconds to do so and 
only one or two seconds to stop. 

The subject was told to stop the test at any time that he 
became dizzy or nauseated or needed to remove the mask to sneeze, 
cough, or vomit. (No such instances occurred throughout this study. ) 
The face mask was fitted on the subject and the bicycle seat height was 
adjusted. He went through two short practice trials to become accus- 
tomed to starting and stopping the bicycle. He was then allowed to rest 
in an easy chair for about three minutes. 

During that rest period the experimenter prepared the 
equipment for the upcoming task session. The control face of the Life- 
cycle ergometer was covered except for the RPM indicator dial. An 
evacuated rubber sample bag was placed on the respirometer and the 
initial respirometer reading was recorded. A sample of the room air 
was introduced into a previously evacuated sample bag and this was 
attached to the flowmeter. When a flow of a0) Meee per minute 
was established from the flowmeter it was connected to the oxygen 
analyzer. To insure correct oxygen analysis the percentage oxygen 
reading was made four minutes after the sample had been introduced 
to the analyzer. 

b. Actual Testing 

Following an initial resting period, the subject mounted 

the bicycle and fitted the face mask in place. He remained at rest for 


one to two minutes to drive out gases in the respirometer from the 
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previous test. He was then informed as to whether or not he would 
have access to the clock for that task period. On command from the 
experimenter he began cycling (all tasks began with a work period). 
At the same time the timer or stopwatch was started and the respir- 
ometer was turned on to begin venting a sample of the expired gases 
into the sample bag. 

The experimenter sat to the side and slightly behind the 
Subject and verbally gave the start and stop commands even in the tasks 
where the clock was visible to the subject. The oxygen analyzer was 
within reach of the experimenter and room air analysis was recorded 
during the task. At the end of the task period the respirometer was 
turned off, the subject stopped cycling, and his face mask was removed. 
The subject sat in the easy chair and rested prior to the next task 
Session. Meanwhile, the experimenter recorded the final respirometer 
reading and expired air temperature and introduced the expired gas 
sample to the oxygen analyzer via the flowmeter. The equipment was 
then prepared for the next task session. After seven minutes of oe 
by the subject the procedure was repeated. 

One entire experimental session required about one hour 
and ten minutes excluding the time during and following the meal. At 
the end of testing, subjects were told the purpose of the experiment and 
were asked for any pertinent observations that they had. 

While most of the experiment was conducted without diffi- 
culty it was recognized that a few problems might have existed. These 


were: 
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(i) an apparent variation in room air oxygen percentage, 
(ii) a possibility of subject variation during the tasks, 


(iii) a possibility of subject pattern recognition during 
the tasks. 


These problems are discussed in detail in Appendix F and justification 
-is given for ignoring the possibility of their affecting the results. 
c. ..Data.Collection.and Calculations 

Prior to beginning each experimental session a question- 
naire concerning biographical and physical information about the subject 
was filled out. During the experiment the volume, temperature, and 
— content of the subject's expired gases and the oxygen content of 
the inspired air were recorded. Barometric pressure was obtained 
from the Navy Weather Center at the Naval Postgraduate School. 
Samples of the questionnaire and data collection form are given in 
Appendix B. 

Calculations were made for each subject on each task of 
respiration quotient, energy expenditure rate (kcal/min), and standard- 
“Nye 


ized energy expenditure rate (kcal/min-m The calculational proce- 


dures and a sample calculation are given in Appendix C. 
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II. RESULTS AND ANALYSIS 


A. RESULTS 

Complete presentations of the raw and calculated data from the 
experiment (including the control experiment) are made in Appendix D. 
Figures 2.and 3.summarize the principle results of the experiment. 

Figure 2 shows that the mean energy expenditure rates for the 13 
subjects ranged from 5.11 to 5.45 kcal/min. Task C, with the frequent 
starting and stopping of the ergometer, apparently required the highest 
energy expenditure. Task A had a fairly high mean value also and task 
D (similar to task A but conducted under temporal uncertainty) had the 
lowest mean value. 

Figure 3 shows the mean values when considering the order 
rather than type of task. Here the range was from 5.21 to 5.34 kcal/ 
min with the first task having the highest mean and the third task having 


the lowest. 


B. ANALYSIS 
1. Analysis Technique 
The common method of analysis of data of a design as pre- 
sented in the preceding section is analysis of variance (ANOVA). A 
primary assumption in ANOVA is that errors are normally distributed. 
If the errors are not normally distributed some degradation of the power 


of the analysis can be expected. However, Kirk [1969] indicated that 
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Figure 2. Mean Energy Expenditure Rates by Type 
of Task 


a 5.30 5.27 


(kcal/min) 
O20 


ore a0) : 
o. 00 


Figure 3. Mean Energy Expenditure Rates by Order 
of Task 
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moderate departures from normality is usually not a Serious problem 
and Jones [1971] presented strong evidence that error non-normality 
should be of little concern relative to degradation of the power of the 
ANOVA, even in extreme cases. Thus, even though there was no 
assurity that errors in this experiment were normally distributed, 
comparison of treatment means was made by analysis of variance 
techniques. 

When the ANOVA procedures indicated significant differences 
between the means being tested under Hi, ee Fie or ne various tests 
were employed to identify those pairs of means that were actually differ - 
ent from one another. The test for comparison of means chosen were 
Tukey's honestly significant difference (HSD) sets the least significant 


difference (LSD) test, and Duncan's new multiple range (DMR) test (See 
Kirk [1969]). 
2. Data Analysis 

Analysis of variance of the data represented in Figures 2 and 
3 was conducted and is presented in Appendix E. The results of these 
analyses indicated that there was significant (at €< 0.01) difference 
between the type of tasks but not between the actual order of the tasks. 
That is, one must reject the null hypothesis, Hee that all tasks required 
the same energy consumption. But one must accept the null hypothesis, 

3 


H,» that the order of the subjects doing the tasks had no effect on energy 


consumption. 


78) 








Analysis of the sepa from the control group (also presented 
in Appendix E) led to the conclusion that the results were repeatable 
under the conditions of the experiment. Thatis, one must accept the 
null hypothesis, He, that subjects repeating the same task had the same 
energy consumption on all repetitions. | 

These results in total led to the conclusion that the experiment 
was a valid test for the hypothesis that temporal uncertainty effects 


! that 


energy consumption. However to test the primary hypothesis, Il e- 


task A, under temporal knowledge, differed significantly from task D, 
under temporal uncertainty, it was necessary to compare the mean 

values of energy consumption rates for the four tasks. This compari- 
son, done by three methods, is presented in Appendix E. The results 
indicate a significant (at <0.05) difference between tasks A and D and 


thus the null hypothesis must be rejected at this significance level. 
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IV. CONCLUSIONS AND RECOMMENDED FURTHER STUDY 


It was concluded, based on the analyses reported in the preceeding 
section, that there was a significant effect on energy expenditure due to 
temporal uncertainty. Subjects tended to consume less energy when they 
were uncertain-about:-the: duration of.the task.cycle. The actual reason 
for this difference is unknown although it is suggested that some sort of 
"end effect'' at the end of a known work cycle and anxiety preceeding the 
end of a known rest cycle may cause higher energy consumption. 

It was concluded that there was no evidence of fatigue or learning 
effects on the subjects tested. It was also concluded that subjects tended 
to consume about the same amount of energy when given repetitions of 
the same task under the same temporal knowledge. 

It is obvious that the results of this study are limited in scope. 
The controlled, short-term, moderate exercise task, the limited popu- 
lation of subjects, and the other obvious experimental unrealities pre- 
vent direct extrapolation to industrial or military applications. However, 
if the basic premise of an effect on energy consumption by temporal 
uncertainty can be shown to exist over a wider variety of subjects and 
task conditions, then it might be possible to affect energy requirements 
for a particular task by controlling temporal knowledge. 

It is recommended that further studies investigate this phenomena 


under the following conditions: 


Zt 








(i) greater and lesser energy rate requirements, 
(ii) longer work periods, 
(iii) larger, more varied subject population, and 


(iv) actual work conditions rather than exercise tasks. 


28 





APPENDIX A: EQUIPMENT 


1. Bicycle Ergometer - "Lifecycle, '' set manually at 330 
kg-m/min @ 80 rpm, manufactured by Lifecycle Incorporated, 
Concord, California. 

2. “Facemask-and Fiitings-- Sanborn metabolism mask with 
two-way breathing valves, manufactured by the Monaghan Company, 
Denver, Colorado. 

3. Respirometer - Max Plank Institute respiration test meter, 
set to withdraw 0.3% sample, sold by Instrumentation Associates 
Incorporated, New York, New York. 

4. Flowmeter - Gas manometer, manufactured by Memneson 
Company, Newark, California. 

9. Oxygen Analyzer - Model C2, manufactured by Beckman 
Instruments, Fullerton, California. 

6. Clock - Universal timer, manufactured by Dimco-Gray 
Company, Dayton, Ohio. 


7. Stopwatch - Manufactured by Heuer Company. 
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APPENDIX B: SAMPLE DATA COLLECTION FORM 


NAME Cal. DATE 3! JAN 12 BARO PRESSURE (59 mm 
OCCUPATION VSMC OFFICER Sex MM INCI eu 

least Saad 
HEIGHT ©6673 WEIGHT \H4Z SMOKER? NO 


GBNERALHEALTH-EXCEL. PRESENT HEALTH PROBLEMS NONE 


SUBJECTIVE EVALUATION OF PHYSICAL CONDITION 1 (2) 3 4 5 













(best) (wor st) 
ACTUAL ORDER OF TASKS ©®6 Sc D AN 
TASK 
A B C D 
OXIN? 
oxouT® 1s S- 
RI? aon S95 
79 


Percentage oxygen in room air. 
6Percentage oxygen in expired gases. 
Tnitial respirometer reading. 

8 Final respirometer reading. 


“Temperature of expired gases in °C. 


a0 





APPENDIX C: CALCULATIONS 


A. CALCULATIONAL FORMULAS 
This section presents the formulas used to estimate energy 
_expenditure during the experiment. The formulas were discussed 
in more detail by Consolazio [1963] and Chaffin [1967]. 
The following abbreviations are used in the formulas: 
OXIN - Oxygen content of inspired air in percentage 
OXOUT - Oxygen content of expired gases in percentage 
RI - Initial respirometer reading in liters 
RF - Final respirometer reading in liters. 
T - Temperature of expired gases in degrees centigrade 
B - Barometric pressure in millimeters of mercury 
HGTC - Subject height in centimeters 
WGTK - Subject weight in kilograms 
The following calculations were made for each run of the experi- 
mental tasks: 
1. Respiration Quotient, R.Q. - R.Q. is defined as the volume 
ratio of carbon dioxide production to the oxygen consumption, 
COs produced 


R.Q. = 


O5 consumed 


Su 





This is required in estimating the conversion from oxygen consumption 


to energy consumption. An empirically derived estimation that does 


not require a CO» gas analysis is, 
(15.60 - 0.7051 x OXOUT) - 0.03 


R.Q. = 
OZIN = OXOUT 


2. ..energy per Liter of Oxygen, K - The conversion factor is 


estimated from R.Q. by, 


K = 3.9 + (alee RG.) [kcal/liter ] 


3. Volume of Air, V and V - The average volume rate of 


STP 


air expired during the eight minute task is given by, 


_ RF - RI. 
8 


V fliters/min] 


This is corrected to a dry, standard temperature and pressure by, 


Vv eee) ie , | 
stp ~ Y X 760.0 x (1.0+0.00367x 71) °#£[liters/min] 


4, Energy Expenditure Rate, E - The average energy expendi- 
ture rate is then estimated by, 


Oe O2OuT 


Jibs = Vom p x K x —a = [kcal/min] 


9. Subject Body Surface Area, A - Human body surface area 


in Square meters is estimated by the empirical formula, 


0.425 0.725 2 
ee vGTK) x (HGTC) 0007184 9 Im | 


SIV 





6% 


Standardized Energy Expenditure Rate, EA - The standard- 


ized rate is then given by, 


a= E/A [kcal/min-m“] 


 . SAMPLE CALCULATION 


This section gives an example of the calculations made with the 


formulas.presented in the preceding section. The sample is from the 


data given in Appendix B. 


6. 


(15.60 - 0.7051 x 15.50) - 0.03 


i ——- eo C:C<i‘“<‘i CZ 
ee 20.90 - 15.50 : 








Feo + (1.1 x 07028) = 4. 92 kcal/liter 
36444 - 36267 
V=———,—_ = 22.1 liters/min 
V a eee) 16 6 iit Imi 
Sie 1g) =. ToUMG (1.0 + 0.00867 x26) a <= ™ 


Zuma — a), 50 


E = 19.6 x 4.92 x ai = 4.81 kcal/min 
4 of 282 Ibs sess ccna 725 
“(2.20 lbs/kilo i aa aaa 


x 0.007184 = 1.74 m° 


_ E, = 4.81/1.74 = 2.76 Realmminem 
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B. EXPERIMENTAL RESULTS 
Table D.2 presents the calculated data for the 13 primary experi- 


mental subjects and the two control subjects.. 


Table D.2. EXPERIMENTAL RESULTS 


SUBJ _AREA(m*) TASK  R.Q. __E(kcal/min) _E,(kcal/min-m2) 


1-JM 1.95 A 0.96 5.85 2.96 
B 0.97 5. 79 2.93 
G 0. 96 5.85 2.96 
D 0.96 5.53 2.80 
2-BZ 2.02 A 0.94 5. 82 2.88 
B 0.95 5. 86 2.90 
C 0.93 6.02 2.90 
D 0.91 5. 82 2.88 
3-RK 2.06 Ba 0.93 5.53 2.68 
B 0.93 5.18 2.52 
C 0.93 5.79 -Omen 
D 0.93 5.15 2.50 
4-PG 2.14 A 0.94 5.81 2.71 
B 0.96 5.53 2.58 
€ 0.94 5.32 2.48 
D 0.97 5.83 DTD: 
5-ER 2.04 A 0.95 5.37 2.63 
B 1.01 4.21 2.06 
6 0.99 4.62 Beek 
D 1.03 4.16 2.04 
6-JF 1.87 A 0.88 4.83 2.58 
B 0.89 4.87 2.60 
C 0.89 5.13 2.74 
D 0.89 4.75 2.54 
Cl, il A 0.93 4.80 2.76 
B 0.96 4.78 2.75 
C 0.94 4.91 2.82 
D 0.94 4.28 2.46 
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oo 


E,(kcal/min-m 


2.66 
2.67 
2.69 
2.47 


2.93 
233 
2.65 
2.44 


2.66 
2. 70 
2.78 
2.62 


2.48 
2.43 
2.61 
2.62 


2.48 
2.62 
2.94 
2.98 


3.10 
Zac eel ff 
2.94 
Zhe TE, 


2.39 
2.38 
2.38 
2.36 


2.74 
2.44 
PAP 2 
2.69 


Table D.2. (Continued) 
SUBJ AREA (p)” TASK R.Q.  E(keal/min) 
8-JB 2.11 A 0.95 5.60 
B 0,94 5. 62 
C 0.98 5.67 
D 0.97 Silt 
9-HS 2.14 A 0. 93 5.41 
B 0.99 4,99 
C 0. 96 5.67 
D 0.97 eek 
10-MP 1.84 A 0.93 4.90 
B 0.95 4,98 
C 0. 92 5.12 
D 0.94 4.83 
11-BT 2.17 A 0.94 5.39 
B 0.94 5.27 
C 0.93 5.67 
D 0.94 5. 68 
12-DP 2.04 A 0.97 5 (05 
Ee 0.96 5.35 
C 0.96 6.00 
D 0.95 5.26 
13-DB 1.74 A 0.93 5.41 
B 0.93 5.18 
C 0.94 5.12 
D 0.94 4.87 
CONTROL GROUP 
C1-BS 2.17 A 0.97 5.20 
A 0.97 5.19 
A 0.97 SmiG 
A 0.97 et 
C2-PG 2.14 A 0.95 5.87 
| A 0.93 5.87 
A 0.95 5.84 
A 0.96 5.77 





C. DATA SUMMARIES 

Table D.3 summarizes the energy expenditure data from Table D. 2 
and places the data in the randomized-block design format. Table D.4 
Summarizes the same data but with respect to actual order of tasks 
rather than type of task. Table D.5 is a summary of the data from the 


control group of two subjects. 


Table D.3. SUMMARY OF ENERGY RATES BY TYPE OF TASK 


TASK 
SUBJ A B C D Mean 
1 5.00 579 Deo 5.53 De wie 
2 Dae 5.86 6.02 Sos 5.88 
3 oe 5.13 5. 19 5.15 5.41 
4 5.81 5 os ps joe a) 818) 5.6.2 
5 Det a 4.62 4.16 4.59 
6 4.83 4.87 se bs 4,75 4.89 
7 4.80 4.78 4.91 4.28 4.69 
8 5.60 5.62 si, (Sn Spe kal 5. 30 
9 5.41 4.99 5267 Se aa De oe 
10 4.90 4.98 Sal 4.83 4.96 
11 Dead a eA Saad 5.68 52100 
2 eS Seo 0 6.00 De Zi6 5.42 
13 5.41 5.18 5.12 4.87 5.15 
Mean 5.37 5e20 5.45 oe 11 Grand 
Mean = 
5. 23 
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Table D.4. SUMMARY OF ENERGY RATES BY ORDER OF TASK 


SU BJ 


oOWDdaI DON RP WN 


Table D.5. 


Mean 


SUBJ 


onl 
oo 


Mean 


1st 


0.89 
0.82 
0.93 
0.32 
J. df 


-4,-79 


4.78 
o.11 
0.67 
0.12 
5 DN, 
9. 390 
0.41 


Do. 34 


Dee: 


2nd 


0.89 
6.02 
He 1s 
0.00 
4.16 


4.83 


4.91 
0.62 
0.41 
4.83 
0.67 
0.26 
0.18 


0.20 


TASK 


TASK 


Bred 


0. 19 
Suroic 
2. 19 
0-31 
4,21 
4.87 
4.28 
0.67 
oO. 21 
4.90 
2.20 
0.05 
0.12 


0.21 


4th 


9.93 
0. 86 
0.15 
0.83 
4.62 
9.13 
4.80 
0. 60 
4.99 
4.98 
0. 68 
6.00 
4.87 


Dd. 31 


A. Ay 
o. 16 o. 14 
0. 84 ae fi fi 
0. 00 o. 46 


41 


Mean 


Oo. 76 
0. 88 
0. 41 
D9. 62 
4.59 
4.89 
4.69 
0. 00 
0. oa 
4.96 
0. 00 
0.42 
0.15 


Grand 
Mean = 
Sao 


SUMMARY OF ENERGY RATES OF CONTROL GROUP 


Mean 


Grand 
Mean = 
5. 50 





APPENDIX E: ANALYSES 


ae ANALYSIS OF VARIANCE 


Tables E.1, E.2, and E.3 give the results of ANOVAS conducted 


on the data from Tables D.3, D.4, and D.5 respectively. 


Table E.1. 


SOURCE 
Subjects 
Tasks 


Error 


Total 


Table E.2. 


SOURCE 
Subjects 
Tasks 


Error 


Total 


Table E.3. 


SOURCE 
Subjects 
Tasks 


Error 


Total 


we 


ANOVA OF ENERGY EXPENDITURE BY TYPE OF TASK 


SUM OF MEAN x 

df SQUARES SQUARES BS ayerel— omiech 
12 1 Ves 0.6440 10. 72 0.0005 
3 0.9291 0.3097 iq 16 0.005 

36 2.1649 0.0601 

Ak 10.8225 


ANOVA OF ENERGY EXPENDITURE BY ORDER OF TASK 


SUM. OF MEAN : 

df SQUARES SQUARES ees os - 
12 7.7285 0.6440 7.82 0.0005 
3 0.1241 0.0413 0.50 0.80 

36 2.9699 0.0824 

51 10.8225 


ANOVA OF ENERGY EXPENDITURES BY CONTROL GROUP 


SUM OF MEAN ¥ 
df SQUARES SQUARES Bee cat Boch 
1 0.9316 0.9316 7.48 0.0005 
3 0.0134 0.0045 Soe 0.25 
a 0.0037 0.0012 
7 0.9488 


implies that this is the significance level at which the 


appr opriate Atl hypothesis could be rejected. That is, P[F>Fobserved! 


meiect: 
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iB. COMPARISON OF MEANS 
This section analyzes the differences among means of energy 
expenditure rates by subjects on the four tasks indicated by the 
analysis of variance presented in Table E.1 of the preceeding section. 
The differences are compared by the following techniques: 
(i) Tukey's honestly significant difference (HSD) test, 
(ii) Least significant difference (LSD) test, and 
(iii) Duncan's new multiple range (DMR) test. 
These tests were discussed in detail by Kirk [1968]. 
Table E.4 lists the mean values of energy expenditure rates by 
type of task. (This is depicted in Figure 2 of Section III.) Table E.5 
Summarizes the differences and indicates significance when comparing 


the differences by the tests mentioned. 
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Table E.4. MEAN ENERGY EXPENDITURE RATES FOR 


EXPERIMENTAL TASKS 


TASK ‘E (kcal/min) 
A 5.37 
B 5.20 
C 5.45 
D Sill 


Table E.5. DIFFERENCES AMONG MEANS 


D Es Bs Be 





h: 


l: 
d: 


indicates significant (X<0.05) difference by HSD test 
indicates significant (X<0. 05) difference by LSD test 
indicates significant («<0.05) difference by DMR test 
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Pee xX Fh: PROBLEMS ENCOUNTERED DURING EXPERIMENT 


Ie Room Percentage Oxygen Variations 

Despite the fact that the experiment was conducted in a large, 
well-ventilated room, the analysis of room air indicated variations up 
to 0.25% .oxygen.during a one. hour period. . Chaffin [1967] reported 
variations up to 0.4% while using the same type of equipment. How- 
ever, he attributed those variations to the fact that his measurements 
were made over five hour periods and ina small, closed room. 

This experimenter felt that the variations encountered were due 
to one or more of the following: 

(1) There may have been an actual variation in oxygen 
content of the air during the test Sessions. 

(2) There is some inherent inaccuracy of the oxygen 
analyzer. The instrument specifications indicate accuracy of + .08% 
oxygen (+ 1% of full scale) on the model used. Reproducibility is listed 
at + .04% oxygen. 

(3) There may have been reading errors. The scale of the 
instrument is so small that the best that could be read was the closest 
BO O70. 

Although this variation was disconcerting the experimenter felt 
that averaging the values of room oxygen over the test period might 
possibly have introduced error rather than eliminated it. For that 
reason the four mmaividual room oxygen values were uSed in the calcu- 


lations of energy consumption during the four tasks. 
45 





ae Subject Variation During the Test 
There existed a real possibility that a subject might have changed 

his method of exercising from task to task thereby affecting his mechan- 
ical efficiency and thus varying the basic energy required to complete 

the tasks. Of course a variation like that would have been inter preted 
as being caused by the difference in tasks. Although this possibility 
was recognized prior to experimentation, no "coaching" of the subjects 
was done for fear of introducing adverse effects. 
oe Subject Pattern Recognition 

It was recognized that subjects might correctly guess both the 

total length of each task and the ratio of work to rest based on observa- 
tions of tasks A and B when one or both were given prior to the tasks 
under uncertainty. This problem could have been eliminated by giving 
tasks C and D first to each subject. However, this non-random sequen- 
cing would violate the assumption necessary for the analysis of the 
randomized block design used. Subjects guessing the patterns correctly 
would tend to perform more nearly the same on all tasks and would thus 
tend to support the null hypothesis that there was no difference between 
the tasks. The presence of this effect would give a smaller probability 
of rejecting a true null hypothesis (Type I error) thus making the actual 


analysis conservative. 


46 





HO. 


oe 


12. 


13. 


BIBLIOGRAPHY 


Belding, H.S. and Hatch, T.F., "Index for Evaluating Heat 
Stress in Terms of Resulting Physiological Strains, " 
Heating, Piping, and Air Conditioning, 27(8), August 1955. 


Benzinger, T.H. and others, ‘Human Calorimetry by Means of 
the Gradient Principle, '' Journal of Applied Physiology, v. 
saletisetaletisditd:« 


Brouha, L., Physiology in Industry, Pergamon Press, 1960. 


Chaffin, D.B., The Development of a Prediction Model for the 
Metabolic Energy Expended During Arm Activities, Ph.D. 
Thesis, University of Michigan, 1967. 


Chapman, C.B. and Mitchell, J.H., ''The Physiology of 
Exercise, Scientific American, 212(5), May 1965. 


Consolozio, Colm oF Johnson, R.E., Pecora, L.J., Physiological 
Measurements of Metabolic Functions in Man, McGraw- 
Hill, 1963. 


Cooper, K.H., The New Aerobics, M.Evans, 1970. 
Cotes, J.E. and Meade, F., ''The Energy Expenditure and 
Mechanical Energy Demand in Walking,'' Ergonomics, 3(2), 


1960. 


Davies, D.R. and Tune, G.5S., Human Vigilance Performance, 
American Elsevier, 1969. 


Gagne, R.M. and Fleishman, E.A., Psychology and Human 
Performance, Holt, Rinehart, and Winston, 1959. 


Grandjean, E., Fitting the Task to the Man, Taylor and Francis, 
iGo. 


Guyton, A.C., Textbook of Medical Physiology, W. B. Saunders, 
1971. 


Jones, R.W.G., The Effect of Error Non-Normality on the Power 


of Parametric and Non-Parametric ANOV Tests, M.S. Thesis, 
United States Naval Postgraduate School, September 1971. 


471 





14. Kirk, R.E., Experimental Design: Procedures for the Behavioral 
Sciences, Brooks/Cole, 1968. 


1D Sharkey, B.J. and others, ''Pulse Rate and Pulmonary Ventilation 
as Predictors of Human Energy Cost,'' Ergonomics, v. 9, 
May 1966. 


16. Yufer, K.L., The Effect of Monetary Incentives on Monitoring 


Performance, M.S. Thesis, United States Naval Postgrad- 
uate School, October 1969. 


48 





INITIAL DISTRIBUTION LIST 


No. Copies 


Defense Documentation Center 2 
Cameron Station 
Alexandria, Virginia 22314 


Library... Code 0212 2 
Naval Postgraduate School 
Monterey, California 93940 


Asst Professor M. U. Thomas, Code 55To 1 
Department of Operations Research 

Naval Postgraduate School 

Monterey, California 93940 


LT Barry G. Swanson, USN 1 
2310 Afton Way 
Colorado Springs, Colorado 80909 


Chief of Naval Personnel 1 
PERS-116 

Department of the Navy 

Washington, D. C. 20370 


Naval Postgraduate School 1 


Department of Operations Research (Code 55) 
Monterey, California 93940 


49 





Unclassified 


Security Classification 


DOCUMENT CONTROL DATA-R&D 


| (Security classilication of title, body ol abstract and indexing annotation must be entered when the overall report Is classilied) 
ORIGINATING ACTIVITY (Corporate author) 2a. REFORT SECURITY CLASSIFICATION 
: Naval Postgraduate School Unclassified 

"REPORT TITLE 


The Effect of Temporal Uncertainty on Human Energy 
Expenditure During Moderate Exercise 


r OESCRIPTIVE NOTES (Type of report and,inclusive dates) 
Master's Thesis; (March 1972) 


T AUTHOR(S) (First name, middie initial, last name) 


Barry Grant Swanson 


- REPORT OATE Ja. TOTAL NO. OF PAGES 7b. NO. OF REFS 
| March 1972 ol 16 


@. CONTRACT OR GRANT NO. 9@. ORIGINATOR’S REPORT NUMBER(S) 





6b. PROJECT NO. 


c. 9b. OTHER REPORT NO(S) (Any othar numbars that may be assigned 
this report) 


10. DISTRIBUTION STATEMENT 


Approved for public release; distribution unlimited. 





12.-SPONSORING MILITARY ACTIVITY 


Naval Postgraduate School 
Monterey, California 93940 





! 
TWSUPPCEMENTARY NOTES 


3. ABSTRACT 

It is hypothesized that psychological attitudes affect physiological 
: functions in humans. One function that might be affected is energy con- 
sumption during work or exerciSe. 
An experiment was conducted to examine the effect of temporal 
uncertainty about the duration of an exercise period on energy cost. A 
sample of 13 healthy, young male military officers were tested under 
controlled exercise routines with and without temporal uncertainty. 
Results indicated that there is a significant (X <.05) difference between 
similar tasks under temporal uncertainty and certainty. The task under 
uncertainty required less energy than the other task. 


FORM , , | 
D 1 NOV “dll 473 ee)! Unclassified 


S/N 0101-807-6811 50 Security Classification 


| 


A-31408 





Unclassified 
Security Classification 


KEY WwWOROS 


Metabolism 


Energy Consumption 


Uncertainty 


Er gometry 





IDD 2"",.1473 (sack) 
syn 0101-307-632} 


| 


ol 


| LINK A | A | Link B® | B 


tink e 0 tink e 0 


a eee 


Unclassified 


Security Classification 


A-31409 





— 
pen s 
va 
SS 
*. 


IB APRS 2099} 





Swanson 134419 


The effect of temporal 
uncertainty on human 
energy expenditure dur- 

‘tng moderate exercise. 


thesS897 


DUDLEY KNOX LIBRARY 





